PLATE  XVII    ARABIAN SURGICAL INSTRUMENTS
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Page from the 1778 Oxford edition of Albucasis' De Chirurgia (Tasrif),
printed in Arabic and Latin. The text is illustrated by various patterns
of cautery, a favourite instrument with the early Arabian surgeons
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